
LOS ANGELES, May 14 (AP) 
— Amid challenges by critics of 
“political motivation,” experts 
and witnesses have gone over 
the six-year-old ' assassination 
of Senator Robert F. Kennedy.' 
The ong-day hearing, yester- 
• day was called by Los Angeles 
' County .Supervisor Baxter ' 
Ward, a candidate -for the Dem- 
ocratic nomination for • Gov- 
ernor. Mr. Ward' denied any po- 
litical motive.. 

Paul Shrade, who as a re- 
gional officer, of the United 
, Automobile,- '.Workers was- a 
friend and, ally of -Mr. Kennedy, . 
testified that he agreed with a 
so-called “second .gun” -theory: 
Although never proved .and 
discounted -by experts and wit- 
nesses -in (earlier inquiries,! it : 
has been held by some observ- 
ers that in addition to "the gun 
taken from'- Sirhan B. Sirhan, 
who was convicted of the as- . 
sassi'nation .and is now’ serving ; 
a life prison term,, a. second 
weapon was fired.’, 

“An armed guard .hired by 
the Ambassador hotel admitted 
to the grand jury that he 'pulled 
a gun although he said he did 
not fire ij^”- said "Mr. . Shrade’, 
who was wounded as he Stood • 
ttear''Senatpn.'Kehpa3y;v 1 ' f ’: ■ 

“But a 'television .rrian testi- -J 
fied also to the grand jury that 
the guard did fire the gun about 
.. three times. So it is obvious 
,.|that a second- gunman was. fc 
1 the room,” Mr. Shrade said. 
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^4md challenges by cp-felcs of 
‘‘poliritel^otry 3 ti©af^ experts 
and witnesses have gone over 
the six-year-old assassination 
of Senator Robert F. Kennedy. 

The one^day. hearing yester- 
day was called by Los Angeles 
County Supervisor. Baxter 
.Ward, a candidate" for the Dem- 
ocratic nomination for Gov- 
ernor. Mr. Ward denied any po- 
litical motive. . ... 

- JJgul Shrade, wlio as a re- 
gio nii 'orric sr 1 of ~hfig"rt3mtgd 
Automobile? vyoTlLhs ■- tyas — s r 
fri grtd-riiTa~tr!iw5r^^ 
testified tnai he agreed witi r~a 
so-called “second, gun" . ttieciry. 

" ' /crthfitigl.— cm.' er provea~arid- ■ 
discounted ;by experts and wit- 
nesses in jearliert inquiries, it 
has been held by some obsery-, 
ers that in" addition to the gun 
taken from- Sirhan B. Sirhan, 
who -was convicted, of the as- 
sassination arid is. now serving 
a life prison term) a .second , 
weapon was fired.' ? . - v >- , 

“An armed, 'guardyliired by. 
the Ambassador, hotel) admitted 
to the grand jury that he pulled 
a gun although he said he did 
not fire it,” said. Mr. Shrade. 
who was wounded as he stood 
near Senator Kennedy. • -1 

“But a television man; testi- 
fied also to the grand jury that 
the guard did fire the gun about 
three times. So it is obvious 
that a Second gunman was in 
the room,” Mr. Shrade said. 
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DOS ANGELES — A one-day hearing into the possibili- 
;|y‘ that Sirhan Sirhan may not have killed. Sen; Robert Ken- : 
■iiedy took place yesterday. • 

Tiie investigation was called by Los. -Angeles County 
^Supervisor . Baxter ; Ward, candidate ■ 'for .'the D6mocratic.’ : ;, 
^uberhatorial'- nomination, . 

| Ward denied political motive. He said results would be-’ ’ 
studied and he would ; inake recommendations to fellow su-‘; 
|ervisors on what next should be done. ' 

The evidence that another gun. may have, killed Kenne- - 
fy is not, however, new. It has been the subject of . previous 
inquiries, none of which made any determination affecting 
Sirhan’s verdict, .- , - 



y County Coroner Thomas Noguchi and a New York crim- 
inologist,' Leon McDonnell, testified at . the opening ses- 
sion, there is evidence- that more than one pistol was fired 
|vhen Kennedy, was assassinated, and that "the bullet that, 
entered Kennedy’s brain may not have come from the pis- 
tol held by Sirhan. :; ; ; - v • - ; • v 

- Sirhan is serving a life prison term for killing Kennedy 
m a kite-hen passageway at the Ambassador Hotel June 15, 
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jj Noguchi, who conducted the autopsy on Kenndy and 
; removed the death bullet from him testified that “physical 
Evidence” shows the gun only one to three inches from 
Kennedy’s head. 



ji Many witnesses to the shooting agree that Sirhan was 
nowhere near that close. - 

v .. • ;.v ■ ' 1 ■■ ' .; 

j! McDonnell, director of the Laboratory of Forensic Evi- ' 

denee in New York, testified the bullet removed from Ken- 
pedy and a bullet removed from a newsman wounded by 
Sirhan, did not come from the same gun. 

?. Tlie ?iber bullet was removed from ABC newsman Wil- 
iam Weisel, who has recovered, 
it . .... ■ • j;- ■: 

r , McDonnell said the bullet removed from Kennedy had 
: meen fired by a pistol with only one rifling groove in the 
parrel, while the bullet that came Out of Weisel showed thfe 
parking of two grooves. •> - - 'ip.-V 







